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ACTION SY-05 

INFO OCT-01 ARA-06 ISO-OO /012W 

125270 

R 301800Z MAY 75 
FM AMCONSUL RIO DE JANEIRO 
TO AMEMBASSY BUENOS AIRES 
INFO SECSTATE WASHDC 2540 
AMEMBASSY PANAMA 



LIMITED OFFICIAL USE RIO DE JANEIRO 1697 

E.O. 11652: N/A 
TAGS : ASEC 

SUBJECT : FAILURE OF CCTV SYSTEM 

REFERENCE : A) RIO 1611, B) BUENOS AIRES 3473, 

C) BUENOS AIRES 3656 

1. WILL SEND YOU A REPLACEMENT P/T CONTROL UNIT. IS 
REFERENCED MAIN A/C SUPPLY, CONTROL UNIT OR BUILDING? 

IF IT IS CONTROL UNIT, REPLACE UNIT WITH ONE BEING 
SENT. IF IT IS BUILDING SUPPLY, HAVE LOCAL ELECTRICIAN 
CHECK TRANSFORMER AND CONNECTIONS AT MSG DESK. ADVISE. 

2. TSO KRAFT IS VISITING SANTIAGO ON JUNE 3. WILL 
VISIT BUENOS AIRES AT COMPLETION OF SANTIAGO WORK. 
DEXTER 
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